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Solutions For Difficult Dust Control Problems 

Finn Equipment Sales primary mission is to assist you in achieving engineering 
solutions for process ventilation problems. We have broad experience in Mining, 
Power, Steel, Foundry and many other heavy process industries. Working with our 
partners as introduced below we bring together a team of outstanding experts. 

Turnkey Design Expertise 

Finn Equipment Sales brings over 40 years of experience in the mining and process 
industries to help you evaluate and solve your fugitive dust control problem. 

Contract Design Engineering 

Field measurement and CAD design services for custom engineered dust control 
systems and specialty machinery. 

Process Ventilation Solutions 

Finn Equipment Sales provides you with solutions for heavy process industry 
problems including dust, fume, mist, odor and trim scrap handling. 
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Turnkey exhaust ventilation dust control 
for difficult conditions where moisture, high 
temperature, fire and explosion risk are 
factors. 

Engart wet dust extractors deliver safer 
and more reliable control of combustible 
dust for coal and non-coal installations. 
Engart systems operate at tripper rooms, 
crusher buildings, conveyor transfers, 
screening plants, and at many more 
applications to control dust generated by 
products such as coal, wood, limestone, 
silver, potash, gypsum and gold. 
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Dust generated in process operations at power plants, mining companies, steel 
mills and other heavy industrial facilities is often a problem requiring attention. 
Baghouse collectors used to remove dust captured with exhaust hoods and 
ductwork can experience difficulties such as: 




Difficulty in 
tiandiing higli 
temperature 
operation 
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Engart engineers work with you to evaluate and solve your unique fugitive dust 
control problem. Dust sources are studied to determine where exhaust hoods can be 
used to contain and capture dust emissions. Equipment locations are determined 
along with effective ductwork routing. Detail 3D CAD design models are prepared 
for review followed by fabrication drawings. 
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This Engart dust extractor 
replaced a much larger fan 
and baghouse improving 
safety lowering 
maintenance & providing 
better performance. 




Explosive Coal Dust? 
Eliminate dangerous coal 
dust hazards by installing 
Engart wet dust 
extractors. 



For more information please visit 
h ttp://www.fin n equipmen tsales. com 



Finn Equipment Sales Inc. 

PO Box 946 
Travelers Rest SC 29690 

Telephone: 864-525-1421 
Email: sales@FinnEquipmen tSales.com 



